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R-H MODEL S29S7-I 

SPECIFICATIONS 



FREQUENCY 5 i mc ± 5 ppm at time of manufacture at a specified temperature. 
FREQ. DEVIATION VS TEMPERATURE* model s 29 67 is available as follows: 


MODEL 


TEMP. RANGE FREQ. DEVIATION 


S2967 - 

1A 

+ 40 

S2967 - 

IB 

+ 30 

S2967 - 

1C 

+ 20 

S2967 - 

ID 

+ 10 

S2967 - 

IE 

0 

S2967 - 

IF 

-20 

S2967 - 

1G 

-40 

S2967 - 

1H 

-55 


TO +5CPC 

+ 1 PPM 

TO +60° C 

+ 2 PPM 

TO +70°C 

+ 5 PPM 

TO +70°C 

+ 10 PPM 

TO +90°C 

+ 25 PPM 

TO +90°C 

± 50 PPM 

TO +90°C 

+ 80 PPM 

TO +100°C 

+ 110 PPM 


AGING RATE* 3 parts in io 8 per day after 21 days operation 

IN RANGE OF 40 TO 50°C; AT HIGHER TEMPERATURES 
THIS RATE WILL INCREASE AND WILL DECREASE FOR 
LOWER TEMPERATURES. INITIAL AGING DURING THE 
FIRST FEW DAYS OPERATION WILL NOT EXCEED 3 
PARTS IN 10 7 /DAY. 


OUTPUT * 1 .5VP:P +0.5V SINEWAVE ACROSS A RESISTIVE LOAD OF 1000 OHMS. 


■ 



INPUT* 


3 . 6VDC @ 7 MILS MAXIMUM. OTHER VOLTAGES ON REQUEST. 


OUTPUT DEVIATION VS 10% LOAD CHANGE* less than 5 %. 

FREQ. DEVIATION VS 10% LOAD CHANGE* less than i part in io 7 
FREQ. DEVIATION VS SO% SUPPLY VOLTS* less than 4 parts in io 7 

SIZE* 0.75" X 1" X 0.562" HIGH 
MOUNTING* DESIGNED FOR PC BOARD MOUNTING 
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Mr. T. Nelson, Sys. Cons. 
Box l£I|i> 

Poughkeepsie, N.Y. 12603 



Thank you for your interest in . . . 

Microminiature Oscillator 


The attached literature will give you the 
information you requested. Should you 
have further questions about your specific 
requirements, they can be answered by: 

r 

Midstate Research Sales Co. 

327 Wellsley Road 

Syracuse, New York 

LPhone: 315 ^78-8314. 


